2022 GREEN INFRASTRUCTURE PROJECT 


TEM#| QUANTITY | UNIT DESCRIPTION UNIT COST JNJSacca_ | unrtcost | 22 Phelanand | yur cost unit cost} P’Allessandro luni cost| KB Aruda 
Son Construction Corp 


85 ON , . (OU. 


‘ $ $ $ ; 
: $ $ $ : 



















Furnish and Install Observation Port and Cast Iron Cover 1,500.00 36,000.00 | $ 600.00 14,400.00 5,000.00 120,000.00 | $ 1,150.00 27,600.00 | $ 675.00 16,200.00 
ft Furnish and Install Bituminous Concrete Paving $ 300.00/$  25,500.00/$ 300.00/$ 25,500.00/$  400.00/$  34,000.00/$ 750.00/$  63,750.00|/$ 645.00/$ 54,825.00 


14 


